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C.    DEPARTMENT OF INDUSTRY, LABOR AND HUMAN RELATIONS
1.     Private Sewage Systems [s. 145.19 (6) and SEC. 2203 (25)]
Basic fee:                 Basic sanitary permit fee is $41; counties may charge more
Groundwater fee:    $25 per permit; 14,000 permits
Total ground water fee collected:                                                            $ 350,000
[Fee collected whenever a county issues a sanitary permit. Fee first collected for permits issued on July 1, 1984.]
2.    Petroleum Product Storage Tanks [s. 101.14 (5)]
Basic fee:                 $32 or $43 for plan examination, depending on size of tank;
$43 for site inspection
Groundwater fee:    $100 per inspection; 425 inspections
Total groundwater fee collected:                                                              $ 42,500
[Fee collected when an application for plan approval is submitted to the DILHR. Fee first collected for plan approvals submitted on May 11, 1984.] TOTAL AMOUNT COLLECTED ANNUALLY FOR THE GROUNDWATER FUND:                                                   $1,576,800
SOURCE: Prepared by Legislative Council Staff.
Part IV Compensation for Well Contamination
This Part of the Memorandum contains a description of the compensation program for well contamination. The program pays compensation on a no-fault basis for residential or livestock wells which are contaminated by substances in excess of the health-related groundwater standards for those substances.
Provisions in Act 410 related to the compensation program are found in ss. 20.370 (2) (eb) and (ec), 71.03 (2) (g) and 144.027 and SECTIONS 2033 and 2203(45).
A.    FUNDING AND POSITION AUTHORIZATION
Act 410 provides an appropriation of $155,000 to fund 1.5 permanent positions and 4.0 project positions which begin on May 11, 1984, for the purpose of administering the program. The Act does not specify an ending date for the project positions. Under s. 230.27, a project position may not be continued for more than four years.
Act 410 provides an appropriation of $500,000 in general purpose revenues (GPR) to pay compensation for claims submitted from January 1 to June 30, 1985.